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HARYAVIGOVI G17 ., JUNE 6. 1772 ( JYST . 11, 1894 SAKA ) 


[ PARTI 


The 301h May , 1972 

2. While holding the charge, the aforementioned 

Officer shall exercise the powers of Drawing , Dis 
No. 4116-2ECDI- 72/6703. - Shri Hans Raj bursing and Controlling Officer in respect of the 
Bhatia , Social Education and Panchayat Officer, Bhiwani Block , 
Bhiwani Block will hold the current charge of the 
Bhiwani Block , in addition to his own duties till a 

N. K. S. JHALA , Dy . Secy . 
regular Block Development and Panchayat Officer 
is posted in that Block . 

IRRIGATION AND POWER DEPARTMENT 


The 31 st May , 1972 


No. 4891-5PwIT - 72 / 17870. - In partial modification of Haryana Government, Public Works 
Department notification No. 739-PWII-1-66 /1410 , dated the 12th December , 1966 , in para 2, the following 
proviso shall be added at the end , namely : 

" Provided that the proposals, schemes accepted by the Inter -State Committees , viz , Ghaggar 

Technical Committee and Yamuna Committee will be put up for approval direct to the 
Haryana State Flood Control Board . " 


P. P. CAPRIHAN , 


Commissioner and Secy . 


CHIEF ENGINEER , HARYANA P.W.D., PUBLIC ad loc basis has taken over chiarge of the Spl 
HEALTH BRANCH , CHANDIGARH Water Supply Rural Investigation Sub -Division 
The 29th May , 1972 

Ambala City, with effect from 7th April, 1972 (fore 

noon ) relieving Shri C.P. Taneja, Executive Engineer 
No. 37-72 /2920- PH ; EI. — Shri Simar Singh on Panchkula Project Public Health Division , Chandi 
his appointment as Sub -Divisional Engineer on gath , of the additional charge. 


The 31st May , 1972 


No. 3039 -PH / EI.-- Shri B. S. Sangwan on bis appointment as Sub -Divisional Engineer, has assumed 
charge of the Public Health Sub -Division , Narnaul , with effect from 1st February, 1972 (forenoon ). 


The 1st June, 1972 


No. 


19-72 / 3067 -PH / EI.-- Shri Har Gobind on his appointment as Sub -Divisional Engineer , has 
taken over charge of the 2nd Public Health Sub -Division , Hissar with effect from 21st April, 1972 (forenoon ) , 
relieving Shri H. B.Munjal, Sub- Divisional Engineer 


No. 16-72 /3071 -PH /EI.-- Shri Balraj Nath oc his appointment as Sub -Divisional Engineer, has 
assumed charge as P. A. to Superintending Engineer, Public Health Circle, Faridabad , with effect from 12th 
May , 1972 (forenoon ). 

No 3075- PH / EI..Shri Vijay Kumar Bathla , on his appointment as Sub - Divisional Engineer , 
on ad hoc basis for a period of 6 months has formed & assumed charge of the Planning & Investigation 
Public Health Sub -Division , Sonepat, with effect from 27th December , 1971 (forenoon ) . 


J. L. SETHI, 


Chief Engineer , Haryana 
P. W. D., Public Health Branch , 

Chandigarh 
PUBLIC WORKS DEPARTMENT 
BUILDINGS AND ROADS BRANCH 

The 25th April , 1972 
No. 3753 -PWIII (ASO )-72 / 17611. - On the successful completion ofhis training, Shri Om Parkash Lathers 
Temporary Assistant Engineer (Under Traning ), was appointed as Sub - Divisional Engineer, in the Cons 
truction Sub -Division No. 1 , Raipur Rani, with effect from 19th January , 1972 , in the time-scale of Rs. 400—— ! 
30—700 / 40–1,100 . 


